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Fo? QD ano FROM DR. ‘JCILLA! 
IN ACCORDANCE XITH AN AGREE“ENT BETWEEN THE DC1 AND 
DEPUTY SECRETARY OF DEFENSE, EFFECTIVE AUGUST 175 195i, 
THE DIRECTOR, PROGRAM A, 1S ASSIGNED THE RESP ONSISILITY + 
FOR CONTRACTING FOR THE SYSTEM ENGINEERING FUNCTION ON THE ACRE Tester 
SCRONA PROJECT. ACCORDINGLY, THE CONTRACT NOW HELD 
BY DIRECTOR, PROGRAM 3, CONTRACTING OFFICER WILL BE ALLOXED TO 
EXPIRE. 
IRECTOR, PROGRAM A, 1S AUTHORIZED TO TRoOUCE I 
nae NA GENERAL SYSTEMS ENGINEERING AND TE 
DTRECTTON CAPACITY. IN TAXING THIS ACTION, THE FOLLOWING CRITERIA 
“HLL APPLYs 
A. CONTRACTUAL ARRANGEMENTS WITH LMSC HUST INSURE CON- 


THRUITY OF PROJECT EFFORT UNTIL SUCH TIME AS THe TOTAL SETD 
RELATIONSHIPS 3ETWEEN DIRECTOR, PROGRAM A, LMSC, 
A/P, ITEX, ANO GE HAVE 3EEN FIRMLY ESTABLISHLI. 


3. DIRECTOR, PROGRAM A, WILL ESTABLISH SUITA3LE CONTRACT 
TERS WITH LMSC TO INSURE CONTINUITY OF THE SYSTEMS INTEGRATIC: | 
FUNCT LON. 
Ce DIRECTOR, PROGRAM 3, SILL TAKE IMMEDIATE ACTION TO 
INCORPORATE TRE ENABLING CLAUSES IN THE EXISTING CONTRACTS WITH 



















SECTOR, PROGRAM A, ‘¥ILL PRESENT PROPOSED YORK STATEMENTS 
AND A COMPLETE DESCRIPTION OF THE PROPOSED SETD MANAGEMENT ANDO 
CONTRACTUAL STRUCTURE TO THE (S) ONRO FOR APPROVAL PRIOR TO) 9° 0 
COPLETING FINAL CONTRACTUAL ARRANGCWENTS. ectassified and aie bythe 


CHRECTOR, PROGRAN 3, WILL COMPLETE NECESSARY ACTION 3Y 
wey IST 14, 1964, TO PROCESS CLEARANCES FOR eb a 
DET ET TIEL AS PREVIOUSLY REQUESTED 3Y DIRECTOR, PROGRAM A. 
DU “VTS1ONS OF “OPERATING ANO ENGINEERING OBJECTIVES FOR, 
Lis2UA" DATED FEBRUARY 3, 1964, WILL REMAIN IN FORCE. IN 
PARTICULAR, ANY PROPOSED ENGINEERING CHANGES IN THE CORONA 
Sisles ARE TO BE REED ANO Pag: VED BY <S) ONRO. 
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